AMENDMENT NO. 1 JANUARY 2018 
TO 
IS 16490 : 2016 LED DESTINATION BOARD SYSTEM FOR 
BUSES — SPECIFICATION 


(Page 3, Table 1, col 3) — Substitute ‘200’ for ‘220’. 


[Page 4, clause 6.1.1 (u)] — Substitute the following for the existing 
matter: 


‘u) Wiring harness test (see 6.19);’ 
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